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1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


B 




DESCRIPTION 
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MATERIAL 


6061 RND. BAR 


B/O INFORMATION 
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NOTES 


1. ALSO SOLD WITH KIT RBW6305G01531-3G, 


BOX TWO RBW6305G19731-3G. 
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TOOL, FAN DRIVE QUILL 


LIP SEAL REMOVER 


CH'D TOOL NAME WAS FAN DRIVE QUILL SEAL REMOVER IS TOOL, FAN DRIVE QUILL LIP 


SEAL REMOVER TO MATCH PARTS MANUAL. 
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SECTION A-A 


BASE 


ENGRAVE TOOL No. 


"RBW6305G16831-3G", 


S/N, "MADE IN USA" 
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.100 



(x2) 


A 





.236 
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NOTES 


1. ALSO SOLD WITH KIT RBW6305G01531-3G, 
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